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25X1A 
Approved Bea =a 
ATTACHMENT ¢ 


“1 Folioving 13 a detailed list of equipment owned by the Munp ‘yong Refinery: 


“i paea* Article Speclfication Unit Amount Needed 

in Six Months 
a Socket 110 volte piece 300 
z Socket 220 volts piece 100 
3 Blactrice bulb 110 volts, 60-100 watts piece 2,000 
£ Hleatrica bulb 110 volls, 200-500 watts picee 300 
§ Electrie bulb 220 vollis, 100-200 wetts piece 200 
é Overload relay 110 volts, 5 amperes piece 5 
7 Ground relay 110 volts plece 5 
& KW meter 1,500 kllowatts piece 2 
3 Voltage meter 3,450 volts piece 15 
1G Voltage neter 220 volis piece 15 
LL Voltage meter 110 volts piece 15 
i2 Ampere meter 220 volt, 300 amperes piece 15 
43 Ampere meter 110 volt: , 50 amperes piece 15 
id, Watt meter 220@110 volta piece 10 


£015 ampores 
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i Cables wire triphase lou voltage, meter 2,000 
38mm. 
16 Gable wire triphass low voltage, meter 1,000 
50mm, 
i? Cable wire High-t:ngsion wire, neter 2,000 
50rmm.. 
18 Cable wires Single-!hase lead- meter 2,000 
ecated ire, 2.6 
9 Cable wire liigh-to sion wire, . neter 2y000 
100i. 
0 Nichrome wire #22 meter 10,000 
ay Nichvome wire (18 metor 10,000 
‘2 Nichrome wire #10 meter 10,000 
i) Trelley wire 10m. neter 1,000 
34 Dipole switch 200 va.ts, 60 amperes piece 50 
35 Tripole switeh 200 velts, 60 anperes piece 100 
a) Fuse board 19 a peres board 500 
at Fuse board. 15 a oeres board 500 
OS Fuse board 20 es pores board 500 
29 Bakelite board 1,00; by 200mm, board 40 
cee ificaenite board 500 oy 500mm. board 50 
PE Copper beard 1,70 by 800m. hoard 10 
42 Brass bolt & mut 4 4/38" by 27 piece 1,000 
BI Brass bolt & nut / 2/6" by aia piece 1,000 
Ww“ Brass bolt. & mut { 3/8" by 34 pieco 1,000 
“3 Brass bolt & mut ¢ 4/8" by 40 piece 1,000 
nS Metal weutling pr a) = piece 3,000 
naw lade 
“7 Metal -cutting Lan piece 3,000 
ae olade 
sah Parailel vise 6" vise 10 
a Parallel vise gu vige 10 
eee Terminal 3/se piece 500 
os Bench on niece 50 
2 Bench at piece 50 
‘3 Serey driver 16" piece 20 
Pd Screw driver 12a piece 38) 
a) Serew driver gr piece 8&0 
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ea Pes 
sion shackle 


{2} emp 


sitCnK 
Shen 

Lo Seceaeh 
Gott om tanto 


ta Ra 
sLevherg 
meutatoe 


i earl sea 


Bien onak 
Paste 
hackle 
WED 
nats rl we os 


ire ahator 


Pee i 
wpe ae 


x 
32% 


» of 


Pes capee Hi peesneios 
bransiormer oll 


beepsed heel, 


esa 


Cable 


heel 
Le heaa 


3 head 
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600 KV to 3,300 KV. 


& 
&» 


% 

120 volts 

720 volts 

50 axtensions 


ee 


3360 Bete 100 HP., 
CO", 1,800 B/A, 
220 vols. 100 anperes 
229 volts, 150 anperes 
220 volts, 200 amperes 
220 yolts. 256 amperes 
220 volts, 300 amperes 


fieh=ternsion 
LowevolLtare 


Snels. sis 


3,300 volts 


Lelitre doun 
1O<-Litre dean 


Rneincering use 
g L/a6n — jt 
f USES" 
3 volts 
of. 
CHE 
Sm. 
Three--phase outdoor 
age Clarpe} 
Threa-phase outdoor 


VBS inediva) 


Thres-phase outdoor 


une (out) 


Three=-phass indoor 
use (large) 
Three=phase indcor 
fmadiun) 
Throe=-phass indcor 
nese (anal) 
a Avim.. 
Fa ARN... 
3 Smart. 

SEM » 
fa" 
5/an 


6fen 


oO EGRED 


piece 
piece 
notor 


piece 
piece 
piece 
piece 
piece 
role 
role 
role 


“vole 


piece 
plese 
kes 
piece 
case 
plece 
piece 
metor 
dram 
drum 
Litra 


pieca 
ke. 

set 
piece 
battery 
meter 
meteor 
meter 
piece 


pilecs 


pieca 


25X1A 
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wire UlLess 
wines Glass 


a8 eet eR a Lie bel 


on 


me 


ee ee 


LG Wire 


» wire 
4c WiTe 
2 
is wire 
2 
ic Wire 
2 
ie Whe 
oe 
te wire 


2 wire 


Dua 


erucl be 


pliers 
eravity 


eat 
eee 


c gumo meter 


L . 
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con Pete 
‘f° 
Ae a? ee 
ce be wth 


i, one-gross each 
tf one-grogs each 
(Q' one-gross each 
: ea) ONnsPTOSS each 


s 
a8 
E 


ee 


J oma, \ 
3 2 o Gitte : 
Wi Bute 

@ gun. 

i Smn. 

Fe) ‘h .Gama. 

A Qua. 

g 2 Gute 

3 ae 

i$ Sem. 


Léms mes 


2 op Eh co 


i 3 £ rh o 


2 lek 

Ey090 cc 

6 pleceg each 

o2 by 24 ago, 

Va = 2,900° C: 

2 gver 

1,200°C,, # 2500. 


sods REE 


pis 
piano 
piece 
ease 
case 
ease 
ease 
piece 
piece 
meter 
meter 
meter 
neter 
meter 
meter 
neter 
neter 
neter 
moter 
roll 


roll 
roll 
roll 


roll 
roll 


neter: 
meter 
roll 


CHASE 
bottle 
get 
piecs 
pioce 
piece 
furnace 


got 
niece 


set 

plece 
piece 
piece 
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debeor PLO. 
Ayyaey apron 
‘Uber soaks . 
veraLs 8 

jclor spectacles. 
ey wu Le ecnd: 


ahlein as 
Popealain pegtie 
Porealnin pestle. 


Leoeh 


Sth pe sstie 
Gold & 


sHOO LINE Ulne 


SOKA tar 


cas nore ed aoe 


ees uf 


Roecie ical ae Se 


careh 


ive filter 


Pang he 


ve filbher 


ct 


and 


4 
f 
tye Pilter 


_ vonne! 
Saree, 
V geyicer: 


‘atten 


HeRKOT 


Vea cen 
Le cer 
ieaicer 
Jeger 
NERS 


gelid asa 


siiver rolling 


re fditer 
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“id-proof 


ae = x a protection 


Graustrial chenteal 


20 mesh 
10 mash 
ff 2 200mm. 
of ae0rn. 


él 500m §; 


A 1, 080%h;, 

# 2,000. 

g 2; 000m. 
7 3 00mm, 
Sul). alge 


£ DUM, ss 
5p et 


Gickyat ‘style 
(em~pel atyle 

(for lead process) 
Pump style 

Max. 300°C. (small) 


stax, 13, 0n0°e Oe) 


300#250m71. 


1,000mm. 
Chemicet 
4 dicn a 


She 


dg. 


% f Lem; ¢ " : : 


A Jor. 


2 iDen. | 

a oer. 

A dom. 

Broadeneck, 1,000e¢ 
Braad-neck, cOCes 
Broadkneck, S00cc 
Broad-heck, 3,000ce 
Beoad-heck, 200c¢ | 
sonteal, 2, 000ce¢ 
Vorri¢al y le 0008 


pair ai) 
Blecs 200 
padr 230 
pidae 150 
pair 1.00 
tén. 4.50 
kes 3,600 
ton” 6,006 
piése 2 
piece a 
set, : 
set e 
seat 5 
set s 
set. > 
set ‘) 
set 5 
sot 2 


ce) 
pe 
Q 
G 
G 
a a3 


a 
ee 
Wie Rw oO O 


pieco , L 
cm. 300 
piece 4 
plece 12 
pair 12 
meter 150 
Ieee 3 
piece 96,000 
piece 30,000 
piece 42,000 
piece 18,000 
piece 18,000 
piece 6006 
piece 600 
piece ioc 
piece 300 
piece 350 
piece 23900 
piece 2,060 
plece 2,000 
piece / 100 
piere | 158 
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CENTRAL 


th glass 

sk PLAS 

. PLaAss 
piass 

deteh glass 
ytlargular flask 
vrianguier Plask 
Vriangolar flask 
Pobares ium gulphate 
‘etassdua nitrate 
fotassim. cyanite 
igmoniwa sulphate 
Ao Sereous somonLumn 
subohete 


ivontine water 
‘Goon guiphate 
Uraniun nitrate 
Geleium chloride 
Peevolpathealein 
fovl orange 


INTELLIGENCE AGENCY 
ths 


a Bm 2 


1,000ec 

500ec 

300ec 

Ghemical 

Industrial chemical 
Tndustrial chemical 
Industrial chemical 
Industriel chemical 


Reid smnoenioun suiphate(?) Industrial chemical 


tndustriel chemical 
Industrial chemical 
Industrial chemical 
industriel chenical 
Industrial chemical 
industrial chemical 


Vageiline White 
Poraffin Solid 
? Solid 
estassium bromide Ghenical. 
dedrogen peroxide Chemical 
Sodium dioxide Gnemical 
Stags wire Chemical 
Aiunimm powder Chamical 
a Pure cupper Chemical 
a more Lead Chemicon.) 
ALeoao.. Methyl 
dheat SLour 
) ALeohot ethyl 
Somonia water Chemical 
3ucdum bydroxide Chemical 
a Sodium hydroxide Industrial chemical 
ee Aqneaim oxalate Chenical 
hee Toytaric acid cher-ieal 
es) Sodium oxalate Chemical 
oes a Shenical 
S38 Cheuical 
ee Ghenicel 
an Industrial chemical 
nincial acetic acid Chenieal 
Sod phoaphorus Chemical 
vanganess dioxide Ghemical 


-odiua hypo 


noo 
hea 


cspeurie chlorids 


Cherical 


Shenical 


SOREL 


Pe 

piece 1,200 
piece 150 
piece 600 
piece 600 
piece 600 
piece 300 
piece 150 
piece 600 
piece 1,200 

kg. 6 

ke. 100 

Kio 3 

kee 3 

ke. 6 

kg. 6 

ke. 9 

kee 120 

kg. 0,200 
kG 3 

ke. 0.200 
Kee ),,200 
kg. 3 

Kg. 9 

kee 0.200 
Ko 3 

kee 7 

ke 6 

kg 1 

ke. 3 

ke. — 9.200 
ke. 0,200 
litre 70 

kee 100 
Litre 100 

ke. 360 

kg. 12 

ke 3,000 

kee 2 

Kpe 9 

ke. 6 

kg ay 

kee 3 

kEo 30 

kg 1,100 

keg. 30 

kee 2 

ko 3 

kGe 1 

ke. @ 


Approved For Release 2000/05/22 : CIA-RDP82-00457R008300670004-7 


Approved For Release 2000/05/22 : CIA-RDP82-004542008800670004-7 
PBNTRA L INTELLIGENCE AGENCY 


By ee a5 uA & set 
rea ae 
ATTACHMENT ¢ 


wk tk 
a ae 


: * = ” 
fret ait i ae 


LY head onéiun sulphate Chemical kee 3 
net Sutium saetate Chemical kg 90 
Aewonjus oeetate. -.., hemical, 4 ke. 9 
Anmondum phoaphigie 7 Shemical 7 ke. 1 
Sodium plospaAbe.. Chanieal = ke. 6 
Sxviliun ehloride.. ;: jndustrial chemical ke. 9 
Sodium sulphide. Industrial chenical ke. 60 
Potassits car iia Chepical . . kee 9 
reen Acad potassium sulphate Chemical kee § 
Talbhe: ga wh fiiugtrial éhemical ~ ton 2 
1. oxide. for. essai, industrial chemical kee 600 
UhemiecalR 2. 4... ken. - 300 
emieat, mal Aid litre 3,000 
SC shemd 2 bt ea : litre 600 
ai. chemical * litre 300 
Phosphor ¢ acid | CHeltical © Lite .. 18 
Hydvozineite i Chemical | kea- 4,000 
: dine f Chemicht “ RG “2. - 1,000 
cussiun Lodi ae : Chemical ke. 7 9,000 
Manegiun chloride Chemical = | ke. 9,000 
Steannous chloride Chemical = / ke. 6,000 
Sodtum carbonate Industrie chdntcal kg. 3,500 » 
® seastur chlorate kere 6,Q00 
“Mengancee sulphate Chemical ae kee as: 
Sodiun sulphate Cherie): » Fr KR 0... 
Potassium hydroxide - Chemidal hie ike. 60. 
Votassium forrocyanile Chemida. : ke. 2 
Potassium chromate Chemidal : ke, 3 
Potassium dichromaty Chemi¢all : ke. 15 
Lnmonium selyodate Chemical . ke. 6 
Potassium permangary-te Chemiéal kz. 2 
Ammonium caxbouate Ghomfeal ~ ke. 9 
Sodium oacbonate Ghomical kg. 5 
Oxalie aed Chanical lop. ) 
SOT Chemical ke, 
: Colored, 25ec¢ piece 20 
Peng Colorless, 25ee pilees 20 
Fvamrating ish f 30en piece 10 
wraporating digh fi igen plece, 20 
‘ sing aLah f Wen piece | 60 
Byanoratine digh ¢ Sem. .  pieca ~ , 60 
Porcelain crucible 50ec ; pieces’. " 300 
sraclain erucible Loves piece: ; 150 
Dia vloain erucibl:: 25ec piece — 2,000 
runibie toned Length: 20cn, piece 20 
ree Hatering bottle 500 olece a0 
woe Metering bottle 2586 pleco, 20 
SEGRET 
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ATYACHMENT GC 
aah ad ares tee vinethe 20 eta plese 50 
} rt EGO pi peti Le : 10 een 6 piece 30 


aynr aac ne pipette 100 2c, piece 10 

Z L pipette .~ 50 ec. piece 40 

2 L pipette — 20 ¢e. piece 69 

pipette 15 ce, _ piece 60 

3 t pipette 5 GG, plees 40 

Hea cureme vt pipette 2 Ct. piece 30 

Veccurame at pipette 10 ee, piece 60 

em bottle Colored, 1-litre piece 20 

aarer; bottle Colored, 5-litre piece 40 

‘oma bottle Colored, 3-litre plece 40 

eigent bobble Colored, 2-litre piece 40 

Round les 200 ec. iy ss plece Loo 

cou oan 1,000 ce. 7 plece 200 

400 ec. 2 piece 300 

st. tube 25 Gt. piees 206 

¢ Mask 1,000 es, place 50 

flask 500 ae piece 4 

Flask 250 et, piece £0 

ne Flask 199 ee, piece 20 

p eyilinder 2,000 ee, plece 5 

1,000 en. “i plece 5 

500 cf, : ‘plese 5 

250 ec. piece 18 

10G ee. - plece 45 

2 GOs , piece 15 

Cylinder 20 60. ' place é0 

Cylinder LO ec. “plece 10 

esivea ter 8 200 rime plece 10 

egic 8 150 nen, plese 20 

ss Colored, 100 ce, . plese ~ 20 

o Colored, 40 ec, “pigee 10 

A Colored, 25 ec. ' plece 10 

Colorless, 100 ce. ' piece 5 

Colorless, 50 ec. piece 30 

_. Goloreless, 25 ee, piece © 10 

Liehole piece 50 

Le nstrument Small size piece 2 

. Super quality OO 6. 300 

aa werelror Smail sise piace 19 

2 ma - Per masxinun & minimum piece 19 
hLompera Lure 

; poet O & iam. meter 100 

Rabbor 4 13 mm. meter 300 

Tb ang OL. om. meter 200 

“10 om. neter 300 

G 9 van, metex 100 

rehys @ 15 om, meter 100 

AAR 20 

wy thormometer 38 100°? GC, plese 20 

y thormometer eu 1500 6, plece 10 

wv thornometer Jie 200° C, piece 10 

foury thormmometer Ae. 300° ¢, piece 10 

Marery tiornometer Ke £009 C., piece 10 
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rs a) 


ATTACHMENT C 


sieve . 50 - 300 mesh set i 
| sieve 50 mesh piece 430 
50 mesh plece 160 
OG mesh plece 100 
120 mee: piece 100 
150 mesh piece 400 
" 2600 inesh piece 106 
‘randard sieve £0 mesh plece 5 
candard sieve 30 mesh pisce 2 
“agent. bottle Colored, 1 litre plece 40 
aeggent. bottle Colored, 500 tco piece 200 
weagent bettie Color«less, 10 litre piece 20 
feagoni bottle Color=less, 5 litre pisce £0 
. bottle Geloreless, 3 litre piece £0 
: bottle Colorless, 2 litre plece £0 
bottle Colorless, i litre piece £0 
hottle Coloveless, 500 ec, piece 200 
ye flask 50 ¢G.o plece 29400 
, tube 6 6 X 1,000m. plece 
ih, erueible 5O cto piece rae) 
? Chemical kee 30 
Soid & silver=drop Small. size plece 5 
eioper 2 
‘a4 dea le i kgo piece 40 
sea le 500 g. plece 10 
seavie for testing Sensitivity: 100 mg. piece 5 
serials capacity: 100 g. 
ES! Pintfora scale Sensitivity: 5Q0 g¢. plece 2 
capaeibys $00 ke, 
Bias Elatfor: scale Sensitivity: 500 g. piece 2 
aanpacitys 300 kg. 
Bes: Fie tforr senile Sensitivity: 1 ke. plece a 
capacity: 5 ker. 
em Pistform scale Sensitivity: 1 ke. piece 2 
capacity: 1 ton. 
373 Fletforn seale Sensitivity: 1 ke. plese 2 
capacity: <2 tons 
Piatforn escale Sensitivity: 1 ke. plece. 2 
capacity: 5 tons 
¥, Chemical. scale Sensitivity: 1/10 mg. piece § 
eapacitys 100 go 
Vee Assay balance Sensitivity: 1/50 mg. plese Pa 
conacliy: 1 ge oy 
“tS Assay ba iance Sensitivity: 1/200 mg. piece, 2 
capaclivs 1 go Soy 
% Ball beacing B50, #6,310 plese. £0 
HY Ball beacine AZO, #6,208 piece 400 
Ball bearing #i,212 plece 10 
NM, #65 piece 2 
SB, #45 plece 2 
#1215 plewe 2 
3, 6,310 piece & 
2 bearing RA, #60N piece 2 
bearing #2214 piece 2 
Bail hea: ing #1, 208 piere 4 
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eRe 
- o 
arracinitwr ¢ 
ALY ' * piece 18 
Asp 146.209 ’ piece = 
“gee B16” . piece 
#100" ; Prplece a0 
PAT of ~peeee . i 
For No.2 & Ho. A (Meece ae 
q « 2 & Now « prec 
For No. 2 : Fohiele 60 
Bh. S tons. . eraine _ 
re : : never 100 
loviizontal style, ordtt 2 
28 median size : 5 
bane 5.<tion -wehicle 2 
oy pléce 500 
ns piece 1,000 
plece 100 
sheet 500 
piece 1,000 
piece ae 
1 
ke 200 
ear, i 
Waathe 500 wits meter: ; oe 
HES dozen : 1 
ne dozen: 10 
EPS dozen 10 
#35 dozen, 12 
Width: £ meter’ 160 
Widths 3M meter: 170 
Widths 23" meter 100 
si Model 950 auto pisce eA 
E* Model 2,760 mu. piece 
6 255 plece 15 
ae Lecce! £06 
#6 5205 piece. 
C i 4.5 
#20 ton 
wt es 7 200 
P. A neter : 
b 5/8 netear 1,000 
3 afer meter 1,000 
g vo" meter ee 
orick. SF 34° = a 
he mror uae oh cs) 9 = 
Kk S a . ton 3 
ri fat piese = oe 
Tor 3eton truck piece Ae 
oa i meter 400 : 
gue metor’ 150 
J pee meter x0C 
36 13/ X 800 HPE fan 1 
ae 3 REM ‘ 
‘Y Siptei ane Puarrmce 16 x i@R furnace ‘ 
. — 10 « 100 ton/dey 
SECHEE 
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ATIAC’ AMER qt G 


. vans 


(as pipe 

Check va.) we 
Gas pipe rarus | 
sylder gasket «: 
Haw-rubber gaslet 
febestos gasket 
Bolte & met 


Wedge-igra Purnace 


Wedro-type furnace 
Rough Giaroer | 
Bolt, & nit 

Plate 

Ratt 

Rail 


Gace line sobered . 
veliaie 
Weil sions 
Electric cletk 
Plue-arin sensitized 


Teacing Taper 
Drawing instrument 
Hanrn3%” 


Harmer 

Hai mes 

Giess etick 
Wire: 


Cheyer: on we ding rod 
Gas va oF ring: _ 
Giinder sone 

Zine powdor 

Foiss 

Boiler 


triangle wheel. 
Fatigue dress 
Fatigue sop 
laber shoca 
lavniry 8cap 
SLothing 
Underwear 
Gloves 

Truck 

Jean 


At ope 


XS HP x 


“hn wage x oe 
3 ma X 3: x, in 


5. ton / aay,’ 

5 stratums 

25 ton/day . 

f 200 ~-270: mmo 

£ 22 X 462 mn. 

&,060 X 24600, carbon 
S kgs - 

Ike. f. 

30-ton 


Medium sizs ~ 8 
largo size = 2 
Lio Volts 

590 X 1CO mm. ; 


330 Xx 30 mm. a 
13-instrument sent 
3 bt. 

10 bt. 

iz bt 


B 12" 

ehemical 

1 ton 
Conductubi lity 
rye 


ierge & medium sizes 


2.57 


SECRESL 
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Jatha i 
lathe mi 
iathe 1 
planer 1 
drill AY 
pump 10 
plece 70 
piece 20 
piece 30 
picce 45 
piece 80 
piece 200 
piece &0 
piece 70 
plece 100 
piece 80 
piece 50 
piece 506 
ton 2 
piece 20 
plece 20 
roll 80 
ton 1 
furmaice 1 
furnace 
cubic meter 14 
piece at. 
piete 1?u 
meter 2,000 
neter 4,009. 
wehicle i 
clock .. 10° 
elock 20 
roll _ 20 
roll 50 
set 10 
piece 100 
pieces &0 
ench 50 
each: 100 
meter 10,000 
en2 2: 5. 
each 5 
each f 20 
kg 260 
each 2 
each 1 
each 10 
each 1,500 
each 500 
pairs -1,500 
gach g p 000 
meters 9,000 
each 600 
pairs | 3,000 
gach 2 
each, 1 
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Wlhre 


Conper pach ing: 
Wire 
Wire 

Wire 6 we, 
tron sulphide 
Zine : 
Flours par 
Sdiiieen stenae 
Waste 

Sheet. 

Gauze 

Lead ore . 


Golde ore - 
Remnants 


Line stone 
Anthracite 
iamp coal ~ B 
ake 
Bitunineus coal 
Gasoline 
Mobile OtL 
Gruda OLT 
Monee O11 

Geax CAL 
CPORso 
Machine . OF. 

Wes ; 
Firewood 
Shereoald 
Gareice 

flue 

Electric apparatus 
Miectrada 
Orosseshd 2s 
Fluid glass 
Zine Irena cheet, 


Corrugated slate 
amber 
Heatis 

Giasa 

Stee: sham 
Bieel sheet 
Steel shape 
“Yate nails 
Rivets 
Rawerhe 
Coenen. 
Cement take 
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oes 
& 
~ 
yY 


Zn 99 9€% 
CaF2 927’ 
802 98% 


hu Lie/t Po45% 
Ag 556 g/t 

Ag 15Ce/t 

hu 30 g/t 

Fe £65 over 
$402 .5% under 
Cao S14 

6,000 cal 
#000 eal 
P90) eal 
6,00) eal 


.30 L each 
£009 G 

~ 5908 6 

& 500 X 2000 
Jw 9 ke. 


ss 
corrugated o> 


A 18 066X182 
“66 X 1.82 


imf/m thick 
aes 
“PO raf/m : 
‘Sn fn 3 n/n 
Ce eh & 2am f/m 


oF Segre 


re a he ie 
SOFGREL 
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